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E.O. 11652: GDS 
TAGS: ACOM, ASEC 

SUBJECT: SEOUL TCU CEILING RENOVATION 

REF: MANILA 402 

1. ADVISE DATE WHEN SEOUL TCU WILL BE READY FOR RENOVATION 
PROJECT, REF. ADVISE AVAILABILITY OF BUILDING MATERIALS. 

RTC HAS NOT RECEIVED DIAGRAMS FOR THIS RENOVATION PROJECT, 
CAN YOU SUPPLY? ADVISE HOW LONG PORJECT SHOULD TAKE IF 
CONDUCTED BY TWO SEABEES. 

2. ATO/C&R AREA CCTV SYSTEMS HAVE POOR TV IMAGES DUE TO 
INTERFERENCE AND INADEQUATE FILTERING OF POWER LINES. THE 
MAJORITY OF THE CCT DISTRIBUTION SYSTEM RUNS IN THE TCU 
AREA. REQUEST PERMISSION TO HAVE TSO TRACE DISTRIBUTION 
DURING RENOVATION PROJECT SO THAT WE MAY DETERMINE HOW TO 
ELIMINATE INTERFERENCE FROM TV IMAGES. 
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